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RGICW e-1 Box 170 



Bureau of the Mint, 



0, C. Bosbyshell, Esq,, 

Superintendent, U. S. Mint, 

Philadelphia, Pa. 


Sir: 

I transmit herewith the report of the Assayer of this Bureau up— 
on certain Silver Dollars forwarded for test, representing the first 

r 

three deliveries of silver Dollars at your Mint during the present 
month. Your attention is directed to the fact that these coins 
are all considerably above the legal weight, due, doubtless, to 
carelessness in adjusting. 

You are instructed to take the necessary steps to prevent its 
recurrence* 


Very respectfully. 
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NARA RG104, Entry 1, Box 170 


[Form One:] 

Treasury Department, 

Bureau of the Mint, 

Washington, D.C. 

April 20, 1891 

Assayer’s Report of test coins issued at Mint of United States at Philadelphia in April, 1891. 
Denomination S.S. Dollars. 


No. Of Delivery 

Weight. 


Fineness. 




Grains 

Dec. 

Gold. 

Silver. 

Copper. 
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Cabell Whitehead 
Assay er. 

(Ed. 2-6-’90-500.) 

[Form Two:] 

Treasury Department, 

Bureau of the Mint, 

Washington, D.C. 

April 20, 1891 

Assayer’s Report of test coins issued at Mint of United States at Philadelphia in April, 1891. 
Denomination Quarters & Dimes. 


No. Of Delivery 

Weight. 


Fineness. 




Grains 

Dec. 

Gold. 

Silver. 

Copper. 

67 

96 

51 


900 



96 

00 




Ave. 

96 

25 
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900.2 



38 

83 




Average... 

38 

80 





Cabell Whitehead, Assayer. 
(Ed. 2-6-’90-500.) 
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[Letter Three:] 

[Abstract:] Attention is directed to the act that certain Silver dollars forwarded for test - are all 
considerably above the legal weight. 

Treasury Department, 

Bureau of the Mint, 

Washington, D.C. 

April 20, 1891 

O.C. Bosbyshell. Esq., 

Superintendent, U.S. Mint, 

Philadelphia, Pa. 

Sir: 


I transmit herewith the report of the Assayer of this Bureau upon certain Silver Dollars 
forwarded for test, representing the first three deliveries of silver Dollars at your Mint during the 
present month. Your attention is directed to the fact that these coins are all considerably above 
the legal weight, due, doubtless, to carelessness in adjusting. 

You are instructed to take the necessary steps to prevent its recurrence. 

Very respectfully, 

E.O. Leech 
Director of the Mint. 



